Judge Michael A. Lasher. All future communications re-
garding this case should be addressed to him at the fol-
lowing address:

Federal Mine Safety and Health

Review Commission

Office of Administrative Law Judges
Two Skyline Place, Suite 1000
5203 Leesburg Pike
Falls Church, VA 22041

Telephone:

703-756-6220

Paul Merlin

Chief Administrative Law Judge

Distribution:

Jack P. Ostrander, Esq., Office of the Solicitor, U.S.
Department of Labor, 555 Griffin Square, Suite 501, Dallas,
TX 75202  (Certified Mail)

Mr. James E. Mercer, Regional Personnel Safety Manager,
Louisiana Industries, 4600 Lee Street, P.O. Box 5472, Alex-
andria, LA 71301  (Certified Mail)
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